Sanitized - Approved For Release : CIA-RDP83-00418R000200130003-8 


INFORMATION REPORT INFORMATION REPORT 


CENTRAL INTELLIGENCE AGENCY 


This material contains information affecting the National Defense of the United States within ‘the meaning of the Espionage Laws, Title 
18, U.S.C. Secs. 793 and 794, the transmission or revelation of which in any manner to an unauthorized person is prohibited by law. 


S-E~C-R-B=T 
1 
COUNTRY East Germany - | REPORT NO. eon 
SUBJECT Heinrich Hertz Institutes Technical. DATE DISTR. 28 May 1955 
Description of 68 Mcs Ultra Short Wave 
Transmitter NO. OF PAGES 1 


DATE OF INFO. 


REQUIREMENT NO. | 
25X1A ee! 25X1A 
REFERENCES 


SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL _OF CONTENT IS TENTATIVE. 


PLACE ACQUIRED 


DATE ACQUIRED 


Available at the CIA Library is a photographic copy of the technical 
description of the 68mcs UKW (ultra short wave) transmitter developed 
by the Heinrich Hertz Institute, Berlin-Adlershof, The document contains 
technical data, a circuit diagram, list of component parts, and photo~ 
graphs of the housing and interior views of the set. 
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